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som The Ministry of Planning lists the following building material 
shortages which are seriously affecting the construction program 
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Copper 

Steel pive, for gas lines and heating system. 

Lead pive, for water and and sewer connections in buildings. 
Lead foil, for insulation against moisture. 

iiails, siges 2y inchés and over. 

Boilers and radiators, for central heating systems. 
Thermostats, for refrigerators and cooling systems. 


Cement and lumber. 
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